Index of Vintage Tube, Electronics and Computer Books

 32,078,135 Amplifier Builders Guide - Hugo Gernsback - 1947 - 64 pages

 41,485,714 Audels Radiomans Guide - Edwin P. Anderson - 1945 - 880 pages

 15,423,539 Basic Radio - The Essentials of Electron tubes and their Circuits - J. Barton Hoag - 1942 - 379 pages

 17,358,795 Basic Theory and Applications of Electron Tubes - Departments of the Army and Air Force - 1952 - 215 pages

 41,009,154 Coyne Electrical and Radio Trouble Shooting Manual - Coyne Electrical School - 1946 - 612 pages

  3,678,103 Coyne Electrical Dictionary - Coyne Electrical School
 
 18,945,773 Designing the CDC 6600 Computer - 1970 -DesignOfAComputer_CDC6600

 21,899,511 Electron-Tube Circuits - Samuel Seely - 1950 - 530 pages

 12,537,206 Electronic Amplifier Circuits - Joseph Petit and Malcolm McWhorter - 1961 - 325 pages

 10,782,833 Magnetic Recording - Wire and Tape - M. L. Quartermaine -  1952 - 72 pages  

 36,848,816 Principles of Electricity Applied to Telephone and Telegraph Work

 18,034,452 Principles of Electron Tubes - Herbert Reich - 1941 - 398 pages

 55,330,275 Radio Amateur's Handbook - American Radio relay League - 1936 - 536 pages

 13,446,304 Radio Engineering Principles - Henri Lauer and Harry Brown - 2nd edition 1928 - 310 pages

 16,299,010 Radiotron Designer's Handbook - Third Edition - P. Langford Smith - 1941 - 352 pages

 78,855,613 Radiotron Designers Handbook - 4th Edition - 1953 (Directory)

  9,567,841 Reference Data For Radio Engineers - Federal Telephone and Radio - 1946 - 335 pages

143,551,798 A Solid State Of Progress - Fairchild Camera and Instrument Co. 1973 to 1979 

 17,401,034 The Cathode-ray tube at Work - John F. Rider - 1935 - 336 pages

 62,329,290 The Radio Handbook - William Orr (editor) - 15th edition 1959 - 810 pages

 37,014,362 Theory and Applications of Electron tubes - Herbert Reich - 2nd edition 1941 - 716 pages

  7,585,231 Using and understanding miniature NEON LAMPS - William G. Miller 1st Printing 1969 - 127 Pages (ZIP File)

 81,307,263 GE Glow Lamp Manual Theory - Circuits - Ratings Second Edition (1965) - 62 pages

 90,967,624 Meissner "How to Build" Instruction Manual (1953) - 163 pages

  8,507,375 Raytheon Special-Purpose Tube Characteristics Manual (Mid 195 0 s?) - 19 pages

  8,825,398 RCA TT-3 Transmitting Tube Data Guide (1938) - 194 pages

 25,488,709 UTC Transformer Catalog (1963) - 56 pages


 

